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Hello  Mr  Mcgrath, 

Back  in  2008, 1 did  an  acid  mine  drainage  treatment  project  at  the  American  Tunnel  and  directly  below  at  Cement  Creek.  I did 
this  work  for  the  Forest  Service  and  EPA  to  show  that  my  mobile  equipment  could  successfully  treat  the  AMD  on  site  and  use 
less  lime  than  conventional  systems.  I was  primarily  working  with  Karl  Ford  (USFS)  and  David  Reisman  (EPA  ORD). 

Over  the  weekend  Karl  Ford  contacted  me  regarding  the  issue  with  the  Gold  King  Mine  and  suggested  that  I contact  you.  My 
specialty  is  treatment  of  acid  mine  drainage  and  I have  successfully  completed  several  emergency  treatment  projects  over  the 
years. 

I have  attached,  a report  for  an  emergency  treatment  project  that  I have  conducted  several  times  for  the  state  of  California.  The 
situation  is  very  similar  to  the  Gold  King  scenario.  I have  have  also  attached  my  resume,  which  shows  other  projects  that  are 
relevant.  I have  emergency  treatment  equipment  that  can  be  mobilized  very  quickly  and  respond  to  . Please  let  me  know  if  you 
have  any  questions  or  would  like  to  discuss  the  project  further. 

Best  Regards, 


Timothy  Tsukamoto,  Ph.D 
Principal  Chemist/Manager 
TKT  Consulting,  LLC 
(775)846-9659 

CONFIDENTIALITY  RIGHTS  RESERVED.  The  Communications  are  intended  to  be  legally 
privileged  communication  between  the  recipient  entity  and  the  sending  entity.  If  you  are  not  the 
intended  recipient  you  are  hereby  notified  that  any  disclosure,  copying,  distribution  or  use  of  any 
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